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And one such part again into hundred divided, so small,

Beginning with Brahma and other deities

Down to the smallest gross-bodied soul,

Their sizes are the same; nor more, nor less it becomes, Jiva is

always super- atomic.

The jiva^s size is said to be the size of a single
part out of 10,000 divisions made out of the tip of a
tiny hair of horse's tail. By the tip of a tiny hair is
meant a pin point which has no measurable dimensions.
By referring to a single fraction of 10,000 divisions,

the Sastras only want to drive home the idea of the
infinitesimal nature - not the exact size.

The 'Susumna5 which is super microscopic, the
heart lotus within it, a nicely decorated 'mantap' on the
pedestal of that lotus, there the 'Bimbamurti5 beem-

ing, Sri Mukhya Prana at his feet, the jiva residing
at the tip of Mukhya Prana's feet along with Linga

and Aniruddha bodies, Siva and other deities therein-
Hearing such description the modern-minds may feel
not only extremely surprised; they may even laugh it
out.

But the answer may be given in their own lan-
guage. According to modern scientists, an atom is the
smallest unit of matter that cannot be seen. Each such
atom is said to consist of a nucleus made of protons
and neutrons and there are a few elleptical paths of
electrons around it; and the whole is covered by a thin
shell. Tills is readily believed by every one. But, when
such wonder can exist in the material world, why not
believe and admire the facts of the non-material world
which are fine beyond our conception?

Although every one of the jivas has an original
body which is more minute than the minutest there
are some with fractional parts and others^ without
such parts. From the gross-bodied (Trnajiva) upto
Manavagandharvas the jivas have no fractionable parts.
They can be put in one body at one time. From Deva-